A&E NEWS INDEX 1968 


The following index is a quick reference guide to all technical articles published in ARCHITECTURAL & ENGINEERING NEWS 
during the past year. It is classified by topics. 


ACOUSTICS 


Air, light, sound ( Feb.) 
Noisy neighbors (May) 


AIRPORTS 


Automated baggage: search for a system 
(May) 

Designing for the supersonic era (May) 

Emergency power for airports (May) 

Mobile lounge: one way to handle people 





__ (May) 
Noisy neighbors (May) 
Weese’s overwing loading system (Nov.) 


ARCHITECTURAL EDUCATION 


Instruction courses for computer educa- 
tion (Mar.) 

A new profession: comments of the 
Princeton Report (Aug.) 


ART IN ARCHITECTURE 


The art in architecture (Feb.) 
Art, technology and the architect (Feb.) 
Can art be mass produced? (Feb.) 


ASSOCIATIONS 


The architect’s consultants: a directory 
(June) 


AUTOMATION 


Computer consultants ( Mar.) 

Computer controls costs (Mar.) 

The computer in mechanical 
( Mar.) 

Computer points way to better sealing 

Oct.) 

Computer vocabulary ( Mar.) 

Cost consulting with the computer ( Mar.) 

Hardware, software ( Mar.) 

Instruction courses for computer educa- 
tion ( Mar.) 

The machine takes command: a forecast 
(Mar.) 

Off-beat computer uses ( Mar.) 

Planning the campus by computer (Mar.) 

Simulating space with the computer 
(Jan.) 

Specifications on tape (Mar.) 

Systematic design by computer (Mar.) 














design 


BUILDING RESEARCH 


New look at offices:1; core design, light- 
ing criteria (Sept.) 

New look at office buildings:2; building 
prototypes, temperature expansion, 
wind bracing (Oct.) 

New look at office buildings:3; optimum 
floor depth, floor systems ( Nov.) 
New look at office buildings: 4; organ- 
izing the research team (Dec.) 
Planning the campus by computer ( Mar.) 





CERAMICS 
Can art be mass produced? ( Feb.) 
CODES AND STANDARDS 


Modular standards (Aug.) 


CONCRETE 


The art in architecture (Feb.) 
Enclosure:eight modes (Oct.) 
Granite on precast (Oct.) 
Precast walls (Oct.) 








December 1968 


Seven case studies on construction tech- 
niques (Apr.) 


CONSTRUCTION 


Construction manager: menace to the ar- 
chitect? (Apr.) 

The crash schedule (Apr.) 

New construction techniques (Apr.) 

Seven case studies on construction tech- 
niques (Apr.) 

Steel fasteners: tools with a bang (Jan.) 

Super high-rise (Apr.) 


ELECTRICAL ENGINEERING 


Commercial lighting (July) 

Electrical hazards in hospitals (Oct.) 
Electrical service for tall buildings (Jan.) 
Emergency power for airports (May) 


EQUIPMENT 


Architect designs modular laboratory 
bench (Sept.) 


FAIRS 


Expo ’70: two pavilions ( Nov.) 
Remember the HemisFair ( Mar.) 


GLASS 


The art in architecture ( Feb.) 
Frameless glazing (Oct.) 


GRAPHICS 
Sign program for a university (June) 


HVA/C (see also MECHANICAL 
ENGINEERING) 


Air, light, sound (Feb.) 
Locating the cooling tower (June) 


HIGHWAY DESIGN 


Chicago design team splits expressway 
(Aug.) 

Highway landmark (Jan.) 

Understanding the strip (Jan.) 

Urban highways: opportunity for archi- 
tects (Jan.) 


HOSPITALS 


Conductive flooring for hospitals (Sept.) 
Electrical hazards in hospitals (Oct.) 


HOUSING 


Back from space: new materials for ar- 
chitecture (July) 

Extruded housing (Aug.) 

Five housing case studies (Aug.) 

Housing: next step (Aug.) 

Housing as a process (Aug.) 

Management makes the difference 
(Aug.) 

Mobile homes (Aug.) 














INTERIORS 


Conductive flooring for hospitals (Sept.) 

Dimming (Sept.) 

New interior for abandoned relic (Sept.) 

New look at offices: 1; core design, light- 
ing criteria (Sept.) 

The office: conformity and the individual 
(Sept.) 

‘Office’ for the individual (Sept.) 

Terrazzo: precast or poured? (Sept.) 

Traveling exhibit (Sept.) 


ILLUMINATION 


Air, light, sound ( Feb.) 

The art in architecture ( Feb.) 

Commercial office lighting (July) 

Dimming (Sept.) 

New look at offices: 1; 
lighting criteria (Sept.) 


core design, 


MASONRY 


Can art be mass produced? (Feb.) 


MECHANICAL ENGINEERING 


mechanical 





The computer in design 
( Mar.) 

Locating the cooling tower (June) 

Super high-rise (Apr.) 

Using the heat from TV studios (Sept.) 


METALS 


The art in architecture (Feb.) 
Clad metals (July) 


MODERNIZATION 


New interior for abandoned relic (Sept.) 





OFFICE PRACTICE 

Arbitration under new rules (Sept.) 

The architect’s consultants: a directory 
of associations (June) 





The architect and his consultants (June) 


The practice business (Dec.) 

Liability: architects and producers dis- 
cuss the issues, A&E NEWS seminar 
(Oct., Dee.) 

Negligence liability of architects and en- 
gineers:1 (Feb.) 

Negligence liabilty of architects and en- 
gineers: 2 (Mar.) 

More on legal: liability of architects and 
engineers ( Oct.) 

School work: the commission, the process, 
the repeat performance (June) 

Seventeen stepping stones to architect- 
contractor harmony (Dec.) 

The soil consultant (June) 

Time-savers (Dec.) 

Subject: negligence (June) 

Word of mouth (Dec.) 


PLASTICS 


Back from space: new materials for ar- 
chitecture (July) 

Extruded housing (Aug.) 

Misusing plastics (July) 

Seven case studies on construction tech- 
niques (Apr.) 


PREFABRICATION 





Enclosure: eight modes (Oct.) 
Extruded housing (Aug.) 

Five housing case studies (Aug.) 
Mobile homes ( Aug.) 

New construction techniques (Apr.) 


PRODUCTS AND PRODUCT DESIGN 


Designing with stock railing systems 
(June) 

Liability: architects and producers dis- 
cuss the issues, A&E NEWS seminar 
(Oct.) 

Product development and 


A&E NEWS seminar (Dec.) 


marketing: 
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Bally Walk-Ins help meet rising 
standards of kitchen cleanliness. 


Kitchen cleanliness is a fine old American cus- 
tom. This admirable tradition is being carried 
on today in mass feeding kitchens where the 
level of spic and span neatness is higher than 
ever before. It is a wholesome kitchen practice 
which pleases and attracts diners while meet- 
ing the rigid sanitation requirements now im- 
posed by health authorities. 


One of the requisites is adequate refrigeration. 
The big job everywhere is being done by 
Walk-Ins which perform their critical func- 
tion 24 hours each day and Bally Walk-In 
Coolers and Freezers fully meet today’s refrig- 
eration requirements, They can be assembled 
in any size or shape from modular panels with 
interiors and exteriors clad in surgically clean 
stainless steel, attractive lifetime aluminum, 
or rugged galvanized steel. Their metal sur- 
faces are free of pores, crevices, or joints where 
food scraps or juices can accumulate. 


Cleanliness is but one important Bally Walk-In 
feature for mass feeding operators. For com- 
plete details write Bally Case and Cooler, Inc., 
Bally, Pennsylvania, 19503, for free 32-page 
catalog and sample of urethane insulation. 


There’s an 
evolution in the 


kitchen 
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SANITARY ENGINEERING 


Combination sanitary fittings save space, 
time (Apr.) 
Hot water heaters ( Nov.) 
Regulating a building’s water supply 
Aug.) 
Urban runoff: a growing danger (Feb.) 


SCHOOLS 


School work: the commission, the process, 
the repeat performance (June) 


SEALANTS 


Computer points way to better sealing 
Oct.) 


STRUCTURAL DESIGN 


Air, light, sound (Feb.) 

Art, technology and the architect ( Feb.) 

The bearing wall comes of age (Oct.) 

Enclosure: eight modes (Oct.) 

Enclosure: new arsenal of forms (Oct.) 

Five case studies on airports (May) 

Highway landmark (Jan.) 

Mexico City congress on shell structures 
(Jan.) 

New look at office buildings: 2; building 
prototypes, temperature -expansion, 
wind bracing (Oct.) 

New look at office buildings: 3; optimum 
floor depth, floor systems (Nov.) 

Precast walls (Oct.) 

Seven case studies on construction tech- 
niques (Apr.) 

Super high-rise (Apr.) 


SYSTEMS 


Back from space: new materials for ar- 
chitecture (July) 

Enclosure: eight modes ( Oct.) 

Enclosure: new arsenal of forms (Oct.) 

Extruded housing (Aug.) 

Five housing case studies (Aug.) 

Housing: next step (Aug.) 

Housing as process (Aug.) 

Management makes the _ difference 
(Aug.) 

Mobile homes (Aug.) 

Systematic design by computer ( Mar.) 

URBS reveals new designs (Dec.) 


URBAN PLANNING 


Five housing case studies (Aug.) 

Housing: next step (Aug.) 

Simulating space with the computer 
(Jan. ) 

Understanding the strip (Jan.) 

Urban highways: opportunity for archi- 
tects (Jan.) 

Urban runoff: a growing danger ( Feb.) 


wooD 


Joints (Nov.) 

Treated wood: a warning ( Nov.) 
Wood 68 (Nov.) 

Wood, then and now (Nov.) 


MISCELLANEOUS 


Architecture opens its doors to minorities 
(special report, Nov.) 
Entrances ( Nov.) 

MIT builds a visual arts center (June) 
1968 housing act updates search for ‘de- 
cent homes’ (special report, Oct.) 

A traveling exhibit (Sept.) 





























Circle 34 for further information > 





